‘.Shots Fatal to JFY?% • 
Were All Oswald’s’ . 


Reuter News Agency. 

New Yprk — The first 
nongovernment expert to view 
osthumous X-rays of President 
hn F. Kennedy says they 
liminate any doubt com- 
itely” that Lee Harvey 
wald fired all the shots which 
ick and killed the president, 
New York Times reported 
trday. 

le Times, ' in a front page 
y, said that Dr. John K. 
.timer, chairman of the 
Department of Urology at Col- 
umbia University in New York 
was the first man allowed a 
private look at the X-rays. 

. The 65 pictures and X-rays 
taken during the autopsy on 
the assassinated president have 


been closely guarded at the re- 
quest of the Kennedy family. 
They are in the National 
Archives in Washington. 

Various Theories 
They became a subject, of 
controversy when various 
critics advanced theories about 
the assassination which con- 
tradicted the verdict of the offi- 
cial inquiry, headed by former 
Chief Justice Earl Warren, that 
Lee Harvey Oswald fired all the 
shots which struck .the presi- 
dent. 

Dr. Lattimer has written and 
lectured extensively about the 
assassination. 

An agreement between the 
Please turn to Page 2, Col. 4. 



